GF82.15-P-2100GH Telescopic nozzle for headlamp cleaning system, location/task/design/function | 26.3.01 | 


MODEL 163 as of 01.09.01 with CODE (600a) headlamp cleaning system 


1 Telescopic nozzles 


P82.15-2084-06 


Telescopic nozzle for headlamp cleaning The two telescopic nozzles are both arranged 
system, location in the front bumper, under the headlamps. 
Telescopic nozzle for headlamp cleaning The telescopic nozzle is a hydraulically 
system, design extendable telescoping section with 
integrated return springs and has no electrical 
connection. 
Telescopic nozzle for headlamp cleaning Cleaning of headlamp glass 
system, task 
Function of headlamp cleaning system GF82.15-P-2100-04GH 
telescopic nozzles 
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